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D2530 
HANDLE 
WELDMENT 


1 
D2536 
HANDLE 


2 
D2534 
LOCK 
PLATE 
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D2534 


02530 
HANDLE 
WELDMENT 
1) 
WELD PER 
DART OSI 
004 
2) 
FINISH: 
POWDER COAT BLACK 
(4.3.5.7) 
PER 
DART OSI 005 
4.3 
3) 
ALL 
DIMENSIONS 
ARE 
IN INCHES 
4) 
ALL 
TOLERANCES ARE 
PER DART OSI 
018 
UNLESS 
OTHERWISE NOTED 
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SCALE 
TITLE 


DART AEROSPACE 
LTD 


VICTORIA 
INTERNATIONAl. 
AIRPORT. 
CANADA 


DRAWINC 
NO, 
02536 


DRAWN BY 
PH 


APPROV~ 


DATE 


DESICN 


96.05.15 


04,12,14 


HANDLE 


NEW ISSUE 


UPDATE NOTES 


NTS 


..~I'-"''''''''''''''----34,38 


02536 
HANDLE 
1) 
MATERIAL: 
AISI 
304/316 
SS 
00.75 
X 0.049 
WALL (REF. 
DART SPEC. 
M304TRO.750W,049) 


2) 
FINISH: 
NONE 
3) 
BREAK ALL 
SHARP 
EDGES 0.005 
TO 0,015 
4) 
ALL 
DIMENSIONS 
ARE 
IN INCHES 
5) 
ALL 
TOLERANCES 
ARE PER 
DART QSl 
018 
UNLESS 
OTHERWISE 
NOTED 


Copyright 
1996 
by DART AEROSPACE LTD 


• ,01 


REV. D 


SHEET 1 OF' 1 


SCALE 


RO.500 
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2.708 


1.795 
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TITLE 


LOCK PLATE 
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DESIGN 
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DATE 
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0.000 -' 


RO.l73 
0.534 


1.223 


1.575 ------- 


_1.923 


2.117 --------- 
2.423 
2.759 ------ 


DART 


02534 
LOCK PLATE 
1) 
MATERIAL: 
AISI 304/316 
STAINLESS STEEL SHEET 
11 
GAUGE (0.125 
THICK) 
(REF. 
DART SPEC. 
M304S 11GA) 
2) 
FINISH: 
NONE 
3) 
BREAK ALL SHARP EDGES TO 0.005 
TO 0.015 
4) 
ALL D'IMENSIONS ARE IN INCHES 
5) 
ALL TOLERANCES ARE PER DART OSl a 18 
UNLESS 
OTHERWISE NOTED 
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